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ERRATA 

Article by Broadhurst, "Environmental studies of streptococci with special 
reference to the fermentative reactions," Vol. 17, No. 2, pp. 277-330. 

(o) In Table IS (opposite p. 318) the following should be added to the 
footnote on litmus milk: — A ^slightly alkaline; Alk = definitely alkaline 
(never strongly so, however). 

(b) In Table 17 (following p. 323) under "Percentage Fermenting" and 
"Sections 1-4" the first two lines of figures, referring to Andrewes and Horder's 
strains, should be transposed. 

(c) In Table 17 a footnote should be added as follows : "Most of Houston's 
strains evidently belong in the raffinose section." 

Article by Mathers, "The varieties of pneumococci causing labor pneumonia 
with especial reference to their biologic differences," Vol. 17, No. 3, p. 515, 
line 7, should read "1-2 c.c." instead of "12 c.c." 



